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Screen shots taken from various computer formats. 

Imagine Software (1984) Limited «6 Central Street* Manchester M2 5NS 












Screen shots taken from various computer formats. 

Imagine Software (1984) Limited «6 Central Street» Manchester M2 5NS 
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